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og Se CLASSIFICATION. een Wasi YEE TST bo WAY 
COUNTRY Sov22t Gone, Germany | REPORT NO... | 
| TOPIC... Radar fT: Installation Near FCSNOX leita ethan : | ee | 
25X1X eek wen 
EVALUATION _________- PLACE, OBTAINED Ge 
DATE OF CONTENT. Zt 
DATE OBTAINED DATE: PREPARED 22 3) eas ee ee z= 
REFERENCES 2 sti. a 
| PAGES ENCLOSURES (wo. a tvre)____2 Blueprint 
| REMARKS eee Cree nas ire eee 
rh Ee eM a ee ee ee, ho 
ee ee er ere fide eta he 
peeetreee aera are aoe peated, vel 
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LL. A vadar installation of two mobile radar sets, one closed 
truck with trailer and one tent, was located one tnousand 


feet north of tne FINOWPURTH-PINOW (N 53/V 038) RA branch 
dine, 6,600 feet west of the INOW Ra branch station (see 
Annex). us grid=shaped stxwctures are of dull dark metal. 
Pie track with a trarler, but not the radar, was camouflazed 
asainet ooservetion from the FLUUW-PINUWFURTH road. Tie 
entire radar lastallation is situated on a small hill, the 
vlose surroundings being frec of higher obstacles. 


Comment: ine abvove radar insotaliation was previously 
hed by other sources. sO far no detsils on the ourpose 
and rertormance of the set have been learned. irom its 
Location it ig anferred that 1t 15 probably not used for 
bad weatner landings by bomber units stationed in FINOW. 
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